Company:  EPA  R7 

File  As:  Pratt,  David 

Mobile  Telephone  Number: 
First:  David 

Family:  Pratt 


Personal  Phone/Ex.  6 


Gold  King  Mine  Spill  (Aug  2015) 

He  was  on  my  Surface  Water/Sediment  Team 


4002431 


ED  000552D  00015205-00001 


